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This brochure was designed for use by the general public who wish to know 
more about the water levels of the Great Lakes. Its main purpose is to explain the 
causes and effects of Great Lakes water level fluctuations. 

To further general understanding, descriptions have been kept simple, and 
excessive use of technical words and details has been avoided. A list of references 
has been provided for readers who want additional information. 

This brochure should lead to a greater understanding of the causes and effects 
of water level fluctuations. It is hoped that it will increase awareness of the 
importance of protecting and ee as well as living in harmony with the 
environment. 
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PHYSICAL FEATURES 


The Great Lakes have a water surface area of about 
246,000 square kilometres. The area of the surrounding 
land and other smaller lakes draining into the Great Lakes 
is about 528,000 square kilometres (see Table 1). 

The Great Lakes consist of Lakes Superior, Michigan, 
Huron, Erie and Ontario. They form a chain of reservoirs 
with each one draining to the next. Lake Superior is the 
uppermost lake and, the largest. It drains to Lake Huron 
by way of the St. Mary’s River. Lake Michigan, located 
entirely in the United States, also drains to Lake Huron. 
The water levels of both Lake Michigan and Lake Huron 
are essentially at the same elevation since both lakes are 
connected by the wide and deep Straits of Mackinac. 
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TABLE 1. 
PHYSICAL DIMENSIONS OF THE GREAT LAKES BASIN 


Shoreline Water Volume 


Area (square 
Length (3) (cubic 


kilometres) 


Land (2) Water (kilometres) kilometres) 


Lake Superior 127700 82100 
St. Mans River 2600 230 
Lake Michigan 118000 57800 
Lake Huron 131300 59600 
St. Clair River 3290 60 
Lake St. Clair 12430 1110 
Detroit River 2230 100 
Lake Erie 58800 25700 
Niagara River 3370 60 
Lake Ontario 60600 18960 
St. Lawrence (1) 7190 610 


Total 527510 246330 


(1) Measured from the outlet of Lake Ontario to Cornwall, Ontario/ 
Massena, New York. 

(2) Land area includes other small lakes and rivers in the basin. 

(3) Including islands. 


From Lake Huron, water flows to Lake Erie by way of 
the St. Clair River, Lake St. Clair and the Detroit River. 
Lake Erie is the shallowest of the five Great Lakes and 
second smallest in surface area. Its outflow is mainly 
through the Niagara River to Lake Ontario. Lake Ontario 
water in turn flows into the St. Lawrence River which 
carries the total outflow of the Great Lakes some 870 kilo- 
metres to the Gulf of St. Lawrence. 


HYDROLOGY 


The hydrologic cycle is a world-wide natural circulation 
system in which water evaporates from oceans, other large 
bodies of water (such as the Great Lakes) and land areas, 
condenses to form clouds, and is returned to the earth’s 
surface as precipitation. 
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TRANSPIRATION 


EVAPORATION 


portion will drop on plants, buildings or pavement, and 
will evaporate directly. Of the large amount that reaches 
the ground, some will flow overland to streams while a 
portion will be stored in the soil near the surface and will 
eventually also evaporate. Part will be used by plants and 
then be returned to the atmosphere by transpiration. 
Another portion will become the ground water and event- 
ually find its way to streams and lakes, re-appear at the 
surface in springs or travel through the ground to the 
ocean. Streamflow that enters the Great Lakes is often 
referred to as runoff. The various processes, such as precip- 
itation and evaporation that make up the hydrologic cycle 
are never constant and can vary substantially from time to 
time. In fact, there have been extended periods of wet or 
dry years in the Great Lakes basin which were responsible 
for extremely high lake levels in the early 1970's and in 


1985, or low water levels of the mid-1960’s. 
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HYDROLOGIC CYCLE 


Precipitation that falls over the Great Lakes provides a 
direct input to these water bodies. Precipitation in the 
form of rain or snow that falls over the basin may follow 
any number of courses. Snow that falls on the land during 
the winter remains on the ground until the following 
spring. Snowmelt in the spring forms a major part of the 
total water supply to the lakes. Some of the precipitation 
will evaporate before it reaches the ground, while another 
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FACTORS AFFECTING LAKE ONTARIO LEVELS 
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HYDROLOGY OF THE GREAT LAKES SYSTEM 


The water level in each of the Great Lakes rises or falls 
according to the amount of water entering a lake and the 
amount leaving it. The amount entering a lake includes 
precipitation falling on the lake, runoff including snow- 
melt from the surrounding area, and ground water inflow. 


TABLE 2. 


The water leaving a lake consists of evaporation from the 
lake’s surface, ground water outflow and outflow at the 
lake outlet. Water levels will rise when the amount enter- 
ing a lake exceeds the amount leaving it. This happens 
every spring. The converse is also true every fall and 
winter. 

A lake’s outflow depends on the elevation of the lake. 
The higher the lake level, the higher its outflow. Low lake 
levels will bring about low outflows. This self-regulating 
feature helps to keep levels on the lake within certain 
ranges. 

Because of the large size of the Great Lakes and the 
limited discharge capacities of their outflow rivers, ex- 
tremely high or low levels and flows sometimes persist for 
some considerable time after the factors which caused the 
extremes have changed. 

Table 2 shows the magnitudes of the range of water 
level fluctuation and outflow that have been recorded. On 
the Great Lakes and along the St. Lawrence River, there 
are water level gauges which measure and record conti- 
nuously the water surface elevations. Records in Canada 
are published annually by Environment Canada. 


SUMMARY OF HISTORICAL WATER SURFACE ELEVATIONS AND OUTFLOWS OF THE GREAT LAKES 


Water Surface 
Elevation 
(metres) 


Outflows 
(cubic metres 
per second) 


Lake Erie 
Average 
Maximum 
Minimum 
Range 


Lake Superior 
Average 
Maximum 
Minimum 
Range 


Lakes Michigan/Huron 
Average 
Maximum 
Minimum 
Range 


Lake Ontario 
Average 
Maximum 
Minimum 
Range 


Water Surface 
Elevation 
(metres) 


Outflows 
(cubic metres 


per second) (1) All figures are based on monthly values for 


the period 1900-1983. 


(2) Water surface elevations shown here for each lake 
are based on the average of a number of water 
level recording instruments located on the lakes, 
and do not represent extreme high or low water 
levels experienced at any specific site. 


(3) Elevations are measured in metres above mean 
sea level. 
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WATER LEVEL GAUGING STATIONS ON THE GREAT LAKES 


Natural Factors 


PRECIPITATION 

Precipitation or lack of it is the main cause of long-term 
extreme fluctuations in lake levels. For example, in the 
early 1960’s an extended period of below average preci- 
pitation brought about record low lake levels. In 1973 and 
1985, high precipitation resulted in extreme high levels 
on the Great Lakes. A review of the past 100 years of water 
level records shows that no regular, predictable cycle 
between lows and highs exists. The intervals between high 
and low levels, and the durations of these highs and lows, 
can vary widely over a number of years. 


EVAPORATION 

Evaporation is least in the spring with condensation 
occurring at times when the lakes are cold relative to the air, 
and is greatest in the fall and early winter when the lake 
water is warm relative to the air temperatures. In one 
month up to 100 mm can evaporate from a lake surface. 
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In the spring, the snow on the lake’s drainage basin 
melts and greatly increases the runoff into the lake. 


This high inflow results in higher lake levels during the 
spring and early summer. The normal range from winter 
lows to summer highs is about 0.3 metre on Lakes 
Superior, Michigan and Huron and 0.5 metre on Lakes 
Erie and Ontario. 


ICE RETARDATION 

As the ice cover forms on the connecting rivers of the 
Great Lakes the flow is reduced because of the added sur- 
face friction and the reduction in channel cross-section 
area. If the ice cover breaks, ice jams can form, causing 
serious flooding upstream, ice damages along the shore- 
line, and greatly reduced flows downstream. 

An ice jam in the St. Clair River occurred for some 26 
days in April 1984, cutting the flow rate by up to 50%. 
During this period, the rise in level of Lakes Michigan and 
Huron was negligible due to their vast storage capacity. 
However, the level of the much smaller Lake St. Clair fell 
as much as 0.6 metre. 


AQUATIC GROWTH 

Weeds or aquatic growth in 
the connecting rivers during the 
summer can reduce flow by the 
friction they introduce. In the 
Niagara River weeds reduce the 
flow by 3% on average. 


METEOROLOGICAL DISTURBANCES 

Another cause of lake level changes is wind. When 
strong winds continue to blow over a lake in one direction 
for a number of hours, they produce asurface tilt, referred 
to as ‘wind set-up’. This wind set-up can cause the water 
level on eastern Lake Erie to rise over 2 metres on a tem- 
porary basis in less than a day. 
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CRUSTAL MOVEMENT 

Crustal Movement, a vertical uplifting or rebounding 
of the earth’s surface after the removal of the tremendous 
weight of glaciers, has occurred since glacial time. In the 
Great Lakes area the land to the north and east is rising 
faster than that to the south and west. For example, on 
Lake Ontario the eastern outlet end is rising with respect 
to the western inlet end at a rate of about 17 centimetres 
per century. The result is that the shore at the western end 
of the lake is experiencing a gradual increase in water level. 
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CRUSTAL MOVEMENT ON LAKE ONTARIO 


Man-Made Factors 


DREDGING 

Dredging is done primarily to maintain adequate 
depths in shipping lanes for navigation. Dredging in the St. 
Clair-Detroit River system has over the years lowered 
Lakes Michigan and Huron by about 18 cm. 


DIVERSIONS 

There are four locations on the Great Lakes where 
major diversions of water occur. Two of these, the Ogoki 
River and Long Lac diversions, flow southward into Lake 
Superior carrying a total of about 140 cubic metres of 
water per second, which would naturally flow northward 
into James Bay. At Chicago, water is withdrawn from Lake 
Michigan at a rate of 90 cubic metres per second for 
domestic and sanitation purposes. This water is discharged 
into the Mississippi River system and is lost to the Great 
Lakes basin. The Welland Canal diverts up to 250 cubic 
metres per second, at present, from Lake Erie to provide 
for commercial navigation between Lake Ontario and 
Lake Erie and to operate the Decew Falls power plant. To 
operate the New York State Barge Canal, about 30 cubic 
metres per second of water are taken out of the Niagara 
River at Tonawanda, New York during the navigation 
season and returned to Lake Ontario at several points. The 
effects of the New York State Barge Canal diversion on the 
water levels of the Great Lakes are negligible, owing to 
the relatively small amount of water diverted and the loca- 
tion of the diversion. The major diversion flows and their 
estimated long-term effects on lake levels are shown in 
the following table. 


TABLE 3. 
MAJOR DIVERSIONS AND THEIR EFFECTS (1) ON THE 
GREAT LAKES WATER LEVELS 


Long Lac Net 
and Ogoki Chicago Welland Effect 


Lake Superior +0.05 metre -0.02 metre -0.02 metre +0.01 metre 


Lakes Michigan 
and Huron +0.10 metre -0.06 metre -0.04 metre 0 


Lake Erie +0.07 metre -0.04 metre -0.10 metre -0.07 metre 
Lake Ontario +0.07 metre -0.03 metre negligible +0.04 metre 


Note: (1) Positive value means raising of the water levels. 
Negative value means lowering of the water levels. 


GREAT LAKES el 


DRAINAGE BASIN 
BOUNDARY 


|. OGOK| AND LONG LAC 

2.LAKE MICHIGAN AT CHICAGO 
3, WELLAND CANAL 
4.HEW YORK STATE BARGE CANAL 


MAJOR DIVERSONS ON THE GREAT LAKES 


GREAT LAKES BASIN = 1000 
PRECIPITATION eo00 
800.0 


fd ssc on fap 


Berea SS 
pet NZPA ZINC 
wees nak Ria, 
HYDROGRAPH OF GREAT LAKES WATER LEVELS moe ete ea 


millimetres Source - Great Lakes Environmental Research Laboratory, NOAA 
(mm) 


LAKE SUPERIOR 


nl el se fo ne va oo ol a 


ee eo Eg es sa Wo tet esa IAL he eae 
ENNIS PA a Tal OAS OT ALA ALN OUAN TAN TAP ALORA EAN TINGS a 
PAAR A A AERA AROMA EA GER TE 
CMS Se a Na 0 a he 
ca TSE 
CE) SE EE 8 a DS ND 


LAKE HURON-MICHIGAN 


ae no ES See 
EEE ed Pa 
fe AN ae Ce as 


Giclee 6 AN AWENP ASA AN Ona ca 
Ss a a al ay Mes ET Fa ee) 
eS ee ee eg 


LAKE ERIE 
nn oe a ln en wa mn 
EES ree ee et 


be Sa ee cae 

meee Cd a ial ra 
NANA cn niet cain aan ey ape 
EEA AAR inlA 4 p BRAN Eb 
Bane aa Gey Uy WT ae eT 


Elevations are in metres referred to the International Great Lakes Datum (1955) 


SNE NSPS EN NST ETRE AL sists 8000 
SS Sy dO 
pee SS a 6000 


millimetres 
(mm) 


mm om nem 
Shor comsoneeses = ne 
oe woe aes CAA AA Th 
aad Peal VS 
ees 
oe eee eee eee ee ee | 


EEE EEE EEE PERE PEE EEE 
eet eG Soe eet A 


es es 
Pela a eed aaa aca Oct LV LEN At fA ie 
Hol Gal ied A Gs ae 


v_ PAT a All el }—}—+—J 
Sl es SW a pV mae = 
LPR Pes es a L— au ied ES Ss 
(Sc a Ed Fa ee Be rea 1. 
fe de 10 BS Me Pa TT a 


i 

ee | 

ES] 

Es PAPE EEE 
| 

a 

LN | 


96 


Fea ea ee San Fe ES 


of i i eo oo 
758 
+1 fe Ee a EE RE 

a a a a ea ES OM ec, 

fa eS Eee pf +} + +++ + 752 

el Eel a ed ON es Ba 

BY et a a Se Be 

ei VERB eat Weed Ea Be ta a 
UA ach ae IS Wag Pa ieee ENS I EE ES <>, 
+ ON AS 9 YUNA AS GR a) a) 
cc) 0856 Ae eG ae [a ees) HBR RIES DS hae ba a ST S97; 
ieee (DON |r etre omen epee ee fy et ee ee ae 8 ES a es 
en ed ene espera eal ees beep ess pe ey ine a ee et Ee a A 
Mg SE Eel EE, SY EE RT EA LP A A SL aS a ey 


11 


CONSUMPTIVE USES 
Consumptive use is water that is withdrawn and not 
returned to the Great Lakes. Present consumptive uses 
total over 140 cubic metres per second on all the Lakes and 
this will increase rapidly in the future. The amount of con- 
sumptive use increases progressively through the Great 
Lakes system. Thus, the effect on water levels is least on 
Lake Superior, and greatest on Lake Ontario. 
Consumptive use of water lowers Great Lakes levels 
and reduces their outflows. This subject is of concern to 
both Canada and the United States because of adverse 
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CONSUMPTIVE USES 


economic and environmental impacts associated with 
progressively lower lake levels. 


REGULATION 

Of all the man-made factors affecting lake levels, arti- 
ficial control or regulation of lake outflows is by far the 
most dominant. To regulate a lake means to adjust or 
modify its outflows according to certain rules in order to 
bring about more desirable lake levels or outflows. Yet, 
regulation too has its limitations and cannot always be 
relied upon for desirable water levels. Regulation takes 
place on Lake Superior and Lake Ontario. 

Two steps are taken before regulation can take place: 


(1) enlargement of the outlet river so that at times more 
water can be released; and 


(2) installation of structures capable of reducing the out- 
flows when required. The procedures in Great Lakes 
regulation are established by the International Joint 
Commission — a bilateral body set up by Canada and 
the United States to seek solutions to water problems 
along their International Boundary. 


The outflow from Lake Superior to the St. Mary’s River 
has been completely regulated or controlled since 1921 at 
Sault Ste. Marie, using various control structures, seaway 
navigation locks and hydro power installations. 

Present regulation procedure calls for outflows that 
maintain a desirable water level on both upstream (Lake 
Superior) and downstream (Lakes Michigan and Huron). 
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FACILITIES AT SAULT STE. MARIE 


Since the completion of the St. Lawrence Seaway and 
Power Project in 1958, the outflow from Lake Ontario has 
been regulated. The regulation of Lake Ontario has a 
similar objective to that of Lake Superior, which is to keep 
the lake level near its long-term average. The enlargement 
of the St. Lawrence River by dredging during construction 
of the Power and Seaway Project has made it possible to 
increase Lake Ontario’s outflows. The benefits of Lake 
Ontario regulation can best be illustrated by comparing 
the water levels during 1973-1974 with those that would 
have occurred if there had been no regulation. 

Regulation has another benefit in that it can raise water 
levels when the basin experiences periods of low precipi- 
tation, and in the case of Lake Ontario, below average in- 
flows from the upper lakes. 


Without Regulation 
Actual 


LAKE ONTARIO LEVELS WITH 
AND WITHOUT REGULATION 


The construction of the Moses-Saunders Power Dam 
and other regulatory works in the St. Lawrence River allow 
Lake Ontario outflows to be reduced when Lake Ontario 
levels are low or when flood con- 
ditions are occurring downstream 
at Montreal. These works are also 
used to maintain adequate depth 
for safe navigation in the St. 
Lawrence River. 

The highest recorded water 
supplies to Lake Ontario could 
raise the water level by 0.3 metre 
in one month, even with maxi- 
mum flow down the St. Lawrence 
River. However, high Lake Ont- 
ario outflows are not always 
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achievable nor allowable because high outflows, occur- 
ring simultaneously with high flows in the Ottawa River, 
can cause very serious flood problems in Montreal and 
further downstream on the St. Lawrence River. High flows 
during the fall can be hazardous to navigation. 


EFFECTS OF WATER LEVEL 
FLUCTUATIONS 


ENVIRONMENTAL EFFECTS 

Water level fluctuations are not necessarily bad. In fact, 
they form a process which is natural to the fish and wildlife 
inhabiting the Great Lakes. Extreme or extended periods 
of high and low water levels, however, can compound the 
effects of natural lake processes and cause undesirable 
results. Low water levels or flows, for example, can aggra- 
vate pollution problems in the Great Lakes by reducing 
their dilution capacity. 

Wetlands require fluctuating lake levels to enhance 
their productivity. Periodic flooding is necessary to main- 
tain a variety of plant communities at different stages and 
thereby the wetland’s ability to support a diversity of fish 
and wildlife species. 
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Long-term lake level fluctuations, on the other hand, 
generally produce plant community shifts: 


Low water conditions generate an invasion of sedge/ 
meadow plants by shrubs, a displacement of emergent 
vegetation by sedge/meadow and result in less open water 
and associated aquatic communities. 


High water conditions result in increased open water 
aquatics, as other communities decrease. 


Shallow water environments provide important spawning, 
nursery and feeding grounds which are essential for the 
maintenance of fish stocks. High lake levels provide more 
favourable fish habitats whereas low levels could dry up 
spawning and feeding grounds. 


NAVIGATION 


Recreational boating facilities are sensitive to fluct- 
uating levels. Docks can be inundated or left high and dry. 
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MAJOR PORTS ON THE GREAT LAKES 


The Great Lakes - St. Lawrence River navigation system 
provides the means of transporting over 200 million 
tonnes of waterborne freight annually. About 85% of the 
cargo consists of iron ore, coal, limestone and grain. The 
remaining 15% includes petroleum products, newsprint, 
rock salt, iron and steel products, cement and chemicals 
and overseas general cargo trades. 

Low lake levels can reduce the available vessel draft 
and thus the capacity to carry loads, thereby increasing 
the cost of transportation and necessitating costly dredging. 
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HYDRO- ELECTRIC POWER 

Major hydro-electric power generating facilities are 
located on the Niagara, St. Lawrence and the St. Mary’s 
Rivers. These facilities use water from the rivers to gene- 
rate electric power. 

High lake levels bring about high river flows which in- 
crease power generation, while low flows cause reductions 
in power generation. Electric utilities use coal, oil or nuc- 
lear thermal power plants to supplement the power 
produced by the hydro plants. 


SHORE EE ON AND FLOODING 

Shore erosion is caused 
principally by storm induced 
waves and associated currents 
along the shoreline. The prob- 
lem can be compounded by 
high lake levels. 

The Great Lakes shoreline 
characteristics range from ex- 
treme flat lowland areas, highly 
susceptible to flooding (such as 
the St. Clair Flats), to high bluff 
areas, some of which are highly 

ae erodible. A major use of the 
Gist Lakes coastal land is for residential purposes. Other 
uses include industry, recreation, parks, beaches, boating 


GREAT LAKES SHORELINE SUSCEPTIBLE TO FLOODING 


facilities and forest preserves. All these areas are affected 
by fluctuating lake levels. Residential areas incur most of 
the damage from storms due to their relatively high invest- 
ment value and man’s habit of building close to a bluff edge 
or on low flat shorelines. 

Flooding and erosion are natural processes. However, 
they represent continuing problems in the Great Lakes, 
compounded by mismanagement of shorelands. Floods 
and erosion cause extensive damages every year. Ignoring 
the reality of Great Lakes water level fluctuation, high 
water levels and storms in the future could lead to more 
damages because of high erosion rates, flood susceptibility 
and structures built too close to the shore. 

In 1972-73, record high water levels in the Great Lakes 
caused extensive shore property damages. The Govern- 
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GREAT LAKES SHORELINE SUSCEPTIBLE TO EROSION 


ments of Canada and Ontario surveyed the shoreline and 
subsequently prepared a report compiling details of areas 
where flood and erosion risk are highest and recommend- 
ed how future damage might be reduced. Reports from 
several recent international and federal-provincial studies 
also concluded that the best way to reduce future flood 
and erosion losses is to control future shoreline develop- 
ment. 

If you are planning to purchase shore property and 
would like to be aware of its potential hazards, or if you 
own property on the shore and are seeking advice on how 
to deal with flooding and erosion problems, several book- 
lets and pamphlets are available. A list of these can be 
found in the reference section of this brochure. 


SOME QUESTIONS AND ANSWERS 


Question: Can improvement in the present methods of 
Lake Superior and Lake Ontario regulation further reduce 
flood and erosion damage to the Great Lakes? 


Answer: To a large extent no because the capacities of 
the Great Lakes outlet channels limit the amount of out- 
flows that can be released. Any further increase or reduc- 
tion in outflow can only be possible with major and costly 
channel enlargements and modifications to some of the 
control structures. 

Reduction in the range of water levels on the Great 
Lakes might be possible if more accurate long-term 
weather forecasts were available. But such forecasts are 
still not possible at this time. Research efforts are con- 
tinuing on weather forecasting procedures, hydrologic 
modelling and on techniques for collecting snow water 
equivalent and soil moisture contents in the Great Lakes 
basin. Accurate new information will make it possible to 
improve forecasts of the amount of runoff which in turn 
could improve regulation decisions. 


Question: Can manipulation of the existing major diver- 
sions in the Great Lakes alleviate the problems of extreme 
high and low water levels? 


Answer: The results of a recent international study show 
that the existing major diversions cannot be altered to 
reduce extreme high levels or increase extreme low levels 
without causing adverse environmental effects and 
economic loss. 

Even if existing diversions were to be altered to the ex- 
treme, improvements in the Great Lakes levels would be 
minimal. For example, if the existing Long Lac and Ogoki 
diversions were stopped, and both the Chicago and 
Welland Canal diversions increased to about 250 cubic 
metres per second each, Lake Superior would be lowered 
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by only 0.05 metre, Lakes Michigan and Huron by 0.11 
metre, Lake Erie 0.09 metre, and Ontario 0.05 metre. 


Question: Can the other Great Lakes be regulated? 


Answer: The possibilities of regulating the water levels 
of Lakes Michigan, Huron and Erie were examined in two 
recent international studies. One study was completed in 
1973 and the other in 1981. They both found that it would 
be very costly to regulate these lakes and the expected 
benefits would not offset the costs. Furthermore, the 
effects of such regulation would be generally undesirable 
for the wetlands and wildlife environment in the Great 
Lakes. 


Question: Can the structure, which is located partly 
across the river above Niagara Falls, be used to regulate 
the water levels of Lake Erie? 


Answer: This structure controls the distribution of river 
flow between the hydro-electric power plants in each 
country and the flow over the Niagara Falls for purposes 
of the 1950 Niagara River Treaty between Canada and the 
United States. Studies and tests in the past have found that 
the operation of this control structure has only an ex- 
tremely small effect on the outflows of Lake Erie and 
pene it would not be effective to regulate Lake Erie’s 
evel. 


Question: What can one expect of the ‘Green House 
Effect’ on lake levels? 

Answer: The ‘Green House’ effect, caused by an increase 
of carbon dioxide in the earth’s atmosphere, is the subject 
of intense study by scientists around the world. While 
different researchers have different opinions, they tend to 
predict a slight increase in precipitation and air temper- 
ature. Evaporation and transpiration (a process by which 
plants dissipate water into the atmosphere) would also in- 


crease, while streamflow to the Great Lakes could be 
reduced. The overall impact could be a reduction in lake 
levels and outflows. 


FORECAST OF GREAT LAKES WATER 
LEVELS - A LOOK AT THE FUTURE 


The Monthly Water Level Bulletin, published by the 
Department of Fisheries and Oceans and Environment 
Canada, includes a six-month forecast of Great Lakes 
water levels. These forecasts are presented as the probable 
levels based on certain assumed hydrologic conditions 


over the six month forecast period. 


MONTHLY WATER LEVEL BULLETIN 
GREAT LAKES AND MONTREAL HARBOUR 


BULLETIN MENSUEL DES NIVEAUX DE L'EAU 
DES GRANDS LACS ET DU PORT DE MONTREAL 


Monthly Mean Levels-Present and Past, 
with a Forecast of Probable Future Levels 


Niveaux Mensuels Moyens-Présents et Passés, 
avec Prévisions pour les Mois 4 Venir 


LES DONNEES PRELIMINAIRES ONT ETE REUNIES PAR LE 
SERVICE HYDROGRAPHIQUE CANADIEN 
MINISTERE DES or ET DES OCEANS 


PRELIMINARY DATA PREPARED BY 
CANADIAN HYDROGRAPHIC SERVICE 
DEPARTMENT OF FISHERIES AND OCEANS 


DIRECTION etree = EAUX INTERIEURES: 
MINISTERE DE L'ENVIRONNEMENT 


and 
INLAND WATERS DIRECTORATE 
DEPARTMENT OF THE ENVIRONMENT 


APRIL 1985 AVRIL 1985, 


Gouverns 
Si (eu du Canada 


METRIC - METRIQUE 


LAKE ERIE (Port Colborne) LAC ERIE 


Copies of the Monthly Water Level Bulletin can be CONVERSION TABLE 
obtained by writing to: 


Environment Canada Metric to British Units (approximation only) 
Inland Water Directorate 1 cubic metre per second =35.31 cubic feet per second 
867 Lakeshore Road Se aoe a 
P. O. Box 5050 Eee eS 
Burlington, Ontario. 1 kilometre = 0.621 mile 
L7R 4A6 1 kilogram = 2.2 pounds 
Additional information on the subjects covered in this 1 square kilometre = 0.386 square mile 
brochure can be obtained from the Water Planning and 1 cubic kilometre = 0.240 cubic mile 
Management Branch of Environment Canada at the 1 litre = 0.22 gallon (Imperial) 


above address. 
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